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DDS&T- 28 59-69 

1 8 JUL 1969 


MEMORANDUM FOR: 


SUBJECT: 


REFERENCE: 


Director of Scientific Intelligence 
Director of ELINT 

Quarterly Review/Forecast - First Quarter, FY 1970 

DDS&T-2737-69, 10 July 1969 and DDS&T-2793-69, 

15 July 1969? Same Subject 


Due to changes in the Deputy Director's schedule it has been 
necessary to alter the meeting times of the OSI and OEL Quarterly Review/ 
Forecast for the first quarter of fiscal year 1970 . The new schedule is 
as follows: 


24 July 1969 
24 July 1969 


1000-1030 

1030-1200 


uompuroixer 
Directorate of 
Science and Technology 


25X1 


25X1 


Distribution: 

1 - Each addressee 

1 - Ch/ Procurement Management Staff 
1 - P&P Br/DDS&T 
1 - Budget Br/DDS&T 
1 - MI 0 

1 - Spec. Asst, for R&D Coord. 

1 - C/AS/DDS&T 

(?) - DD/S&T Registry 1 

O/DD/S&T/ Compt / P&P Br 


(18 July 1969) 
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